ST.  PATRICK  S  CATHEDRAL 

NEW  YORK  CITY 
Erected  in  the  Gothic  style  this  impressive  structure 
of  granite  and  marble,  with  its  two  towering  spires, 
is  the  Cathedral  of  the  Archdiocese  of  New  York. 
Designed  by  James  Renwick  and  dedicated  in  1879, 
the  Cathedral  occupies  an  entire  city  block  from 
50th  to  51st  Streets  and  between  Madison  and  Fifth 
Avenues. 
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